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INDIA- , 

Patent Application No.547/MAS/89 

Filed 20th July 1989 

PHILIP MCRRIS PRODUCTS INC _ 


We have received a first official action report in respect 
of the abovementioned application. Enclosed please find a copy 
of the list of objections raised by the Examiner. 

Regarding 1 : We do not agree with the Examiner's objection. 
However,.we welcome your comments* 

Regarding 2 j Claim 42 is added by us as an omnibus claim 
and we shall deal with this objection ourselves. 

Regarding 4 : The Examiner considers that claim 1 of this 

application conflicts with claims 1,10 and 11 of co-pendlng: 
application 544/MAS/89. Please let us have your comments. 

Regarding 5 : Please let us know if you are aware of any 
Indian equivalents corresponding to the Foreign Patents referred 
to in the specification. 

Regarding 3 and 6 to 13 : We shall meet these requirements 

ourselves, however, let us have the form 1A, Power of attorney 
(enclosed for execution along with our letter dated 7th August' 
1989) and the pending filing details of all the corresponding 
Foreign applications. 


Contd.2/., 


2020049025 


Source: https://www.industrydocuments.ucsf.edu/docs/tpfjOOOO 
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The normal period for placing this application in 
order for acceptance expires on 9th June 1993 * 

Please let us have your instructions as early as 
possible.. 


Yours faithfully 
DePENNING & DePENNING 



enclosures 


Source: https://www.industrydocuments.ucsf.edu/docs/tpfjOOOO 
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1* Claims 2 to 41 relate to an invention distinct from the rest* 

2* Claim 42 la not sufficiently definitive in the absence of explicit 

statement of. invention. • 

3* Claims 2 to 41 are not are not clearly worded* ' 

4* Claims of 547/MAS/89 conflicts with caline'of544/MAS/89* 

*>♦ Reference to U*S Patent number 3336 994 should be replaced by Indian 

specifications 0 ^ replaced! or supplemented by equivalent description* 

Reference to copending application number 544/MAS/89 is necessary. 

- . • i J- • ^ * • 

■ ' ..... . a ■ 

7 # As the proof of right £a iiak^ibe application has net been filed within the 
Siripilate period alongwith petition under Rale 124 

section 7(2) iwedtttely* h 

8. Kane of the inventors should be stated in full., 

9* Power of Attorney should be filed immediately* 

10. Form 4 should be filled! in. 

11*The details of foreign applications filed pior to the filing date da of 
Indian aplication have not been furnished in the statement and under 
taking filed along with the application under Section 8,Hence, a petition 
under Rule 123 ehonld be filed with thei prescribed fee of Hs. 25/ for 
correcting the irregularity. 

12. The details of foreign applications filed under Section 8 subsequent 
to the filing date of Indian application, hare not been furnished 
within 3 months from the date of such filing as required under Rule 13(2)* 
Hencep a petition under Rule 124 should be filed with the preserlped fee 
Of Rs. 25/ requestig the controller to grant extension of tine furnishing 
those particulars* 

13 * Complete specification pages should he eerlallly numbered. 
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